Gladice Elinor Hoffman, 
married name: Alderson, 
was Gladsy back In 


the day: 3rd Base for 
Winchester Rifle-ettes 
in New Haven’s Industrial 


League. Batted respectable 303; 
Fielding Average close to perfect, 
950. She sighs “Proud now. 


Then? Lots going on, 
even Romantic, 
but Yeah!" 


